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2nd. zma xn&* 10 . 

OCSigQ# Reesarcto end Development Division* April 23, 1936. To* yr. 

§* F* Friedaon* 0# I* C*» War plans cad Training Division. 

1* At It* Meeting Mo* 2, hold April 17* 1936* the Patent Board* 
OCSigO* natdo the following recoaraendgtloa vtth reference to your 
invention covering nsdiflcatioBs in converter b»13*-t 2 (Application 
sear* mo* 682*096) 1 * 

o* The Board reeosneadtt 

(1) That the Explication for patent covering modification 
in Converter a*134*T2 bo pros seated under the provision of 
Section 4086 of the Revised stetutest 

(2) That* under the provisions of paragraph 6 a* AR-850-50, 
December 31* 1934* a conplete assignment be requested* and* 

(3) That the invention he kept secret.” 

2# ?he proceedings of the Patent 303rd sere approved by the 
Chief Signal officer on April 23* 1936. 

3* Toot die closure has been forwarded to the pat ant section. 
Research and Development Division* with instructions that application 
be filed for letters patent and that necessary papers bo prepared srith 
a vie® to complete assignment by you. 

4» Inclosed for year information is a copy of the proceedings 
of the patent Board referred to in paragraph 1* hereon* 



Roger 8* Colton* 

Lieut* col** Signal corps* 



1 Xncl* 




'eclassified and approved for release by NSA on 11-22-2013 pursuant to E.O. 1352i 
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3d Seao led. 3 

WPM Dirision, GCSigO, April 24, 1936. Toi Mr. W. F. Friedman. 

For necessary action in connection with paragraph 3, 2d Indorse- 

■ant. 



S. S. Hunboogh, 
Major, Signal Corps 
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2nd Memo Ind. 10. 

OCSigO, Research and Development Division, April 23, 1936. To: Mr. 

W, F. Friedman, THROUGH 0. I. C., War Plans and Training Division. 

1. At its Meeting No. 2, held April 17, 1936, the Patent Board, 
OCSigO, made the following recommendation with reference to your 
invention covering modifications in Converter M-134-T2 (Application 
Ser. No. 682,096):- 

"II c_j_ The Board recommends: 

(1) That the application for patent covering modification 
in Converter M-134-T2 be prosecuted under the provision of 
Section 4886 of the Revised Statutes; 

(2) That, under the provisions of paragraph 6 a, AR-850-50, 
December 31, 1934, a complete assignment be requested, and, 

(3) That the invention be kept secret." 

2. The proceedings of the Patent Board were approved by the 
Chief Signal Officer on April 23, 1936. 

3. Your disclosure has been forwarded to the Patent Section, 
Research and Development Division, with instructions that application 
be filed for letters patent and that necessary papers be prepared with 
a view to complete assignment by you. 

4. Inclosed for your information is a copy of the proceedings 
of the Patent Board referred to in paragraph 1, hereon. 



/ s/ Roger B . Colton, 

Lieut. Col., Signal Corps. 



